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Health Certificate 
Novel Coronavirus test 2019 


This certificate has been granted to the person upon their personal 


request to whom it may concern and MOH is not responsible for any 


consequences resulting from this 


Full Name 


Gender - Age 


Registration No. 
Passport / ID No. 
Date of report 


Nationality 


A negative result does not mean not suffering from Covid 19 disease 
or its consequences, while a positive result means effective infection 
with the disease and infection with the emerging SARS-Cov.19, 


medical examination and patient medical history must be correlated 


SWAB test (2019-nCoV) 


WE CERTIFY THAT A SWAB from THIS PERSON 
is tested for COVID-19 BY (real time-PCR) , 
Result interpretation is 





male - 16 


200552001105 


14-nov-2021 





dial} | ixa 5 Ng 
ipid Ayal) ahali yl 
Republic of Iraq 
Ministry of Health/Environment 
Directorate of Popular Medical Clinics 


duane bale 
dated) Lig gS Cpr g ppld dare aail 


Cre Aad gipa oo) Og, add Ase) gle slay Sagl ode cis ai ail 
Asilal) deat) 


add! yz) tamale JASI any] 


educa 


Ads pil) äta jl gall ad 


aiil aal ay tt 


ipii Lain Bl ge gl 19 sh 9S Ga pay Glia) pss pied Y Agta) Aa iil} 
apial) Li gS Cau gals Aula gaal Abed) Lay (pint due gall, 
alll gl anall yaad ga conta pal) ces ill g Ahli illati Jos) Gas 


(2019-nCOV) 42. yaad 

gá yal laad ai a8 odie) gaiil dance oy! AS ‘5; 
(Covid-19) 4454: ( real time-PCR ) 
ALANS anaal Aa ge g 


Positive Glas 


NO 2019 Novel Coronavirus (2019-nCov) RNA was detected in the specimen ,and the concentration 
was lower than the sensitivity of the kit 





scan the Qr code by mobile camera app to check report validity 


Travel date changes is not out responsibility 


Director 


HUSSAIN HAFEDH ALOMRAN 


M.sc. Microbiologist & Immunity 
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Authorization 





